MEMOIRS    ON   THE
	Temperature of the Bath	Excess of Pressure P-P'	Cooling Effect 3	Cooling Effect Divided by Excess of Pressure
From Table    IX. From Table VIII. From Table      X. From Table    XI.	18.962 20.001 19.077 12.844	5.958 18.590 37.248 60.601	0.459 1.446 2.938 5.049	.0770 .0778 .0789 .0833
	Mean 17.721		Mean of first three   .0779	
			Mean of all   .0793	
We shall see immediately that the temperature of the bath makes a very considerable alteration in the cooling effect, and we therefore select the first three results, obtained at nearly the same temperature, in order to indicate the effect of pressure. On referring to Chart No. 3, it will be remarked that these three results range themselves almost accurately in a straight line. Or, by looking to the numbers in the last column, we arrive at the same conclusion.
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